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Message Text 



UNCLASSIFIED 

PAGE 01 BANGKO 06195 200446 Z 
13 

ACTION CU-04 

INFO OCT-01 EA-04 ADP-00 HEW-01 /010 W 

119913 

R 200409 Z APR 73 
FM AMEMBASSY BANGKOK 
TO SECSTATE WASHDC 2506 

UNCLASSIFIED BANGKOK 6195 

FOR CU 

E. O. 11652: N/A 
TAGS: SCUL 

SUBJECT: DHEW/ OBJ ISS FULBRIGHT HAYS FOREIGN CURRICULUM 
CONSULTANT PROGRAM- LENOIR RHYNE COLLEGE 

REF: STATE 071803, BANGKOK 4413 

FOR BATSON. ADUL ENTIRELY FAMILIAR WITH PROJECT AND ENTHUSIASTIC 
ABOUT CHANGE GET TO KNOW UNITED STATES BETTER FROM EXPERIENCES IN 
SMALL COMMUNITY AND COLLEGE AND TO CONTRIBUTE TO BETTER 
UNDERSTANDING THERE OF THAILAND. ALSO LOOKS FORWARD YEAR OF 
ABSENCE 

FROMPRESSING DUTIES AND HEAVY RESPONSIBILITIES AS DEAN. NO 
QUESTION ABOUT HIS ABILITY ADJUST JOB AND COMMUNITY. SUGGEST THAT 
DEPARTMENT AND OFFICE EDUCATION MAY WISH TAKE ADVANTAGE HIS 
AND PRESTIGE AND INCREASE HIS EXPOSURE IN REGION IF THAT 
POSSIBLE. ALSO URGE HE BE ENABLE TAKE MONTH PARTICIPATE REDLANDS 
UNIVERSITY PROGRAM AS REQUESTED REF EMTEL. 

UNGER 



UNCLASSIFIED 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 APR 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973BANGKO06195 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: BANGKOK 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730446/aaaaishu.tel 

Line Count: 50 
Locator: TEXT ON-LINE 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 73 STATE 071803, 73 BANGKOK 4413 

Review Action: RELEASED, APPROVED 

Review Authority: martinjw 

Review Comment: n/a 

Review Content Flags: 

Review Date: 03 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03-0ct-2001 by averetam>; APPROVED <06-Feb-2002 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 980126 

Subject: DHEW/OE/ ISS FULBRIGHT HAYS FOREIGN CURRICULUM CONSULTANT PROGRAM- 
TAGS: SCUL, TH 
To: CU 

SECSTATE WASHDC 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



LENOIR RHYNE COLLEGE 
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